Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 KHARTO 00888 101348Z 
62 

ACTION AF-06 

INFO OCT-01 ISO-OO OPR-02 /009 W 

072701 

R 101058Z APR 75 
FM AMEMBASSY KHARTOUM 
TO SECSTATE WASHDC 9703 

UNCLAS KHARTOUM 0888 

FOR AF/EX/ASO 

E.O. 11652: N/A 
TAGS: AFSP, ASUP, SU 

SUBJ: TESTS FOR AMERICAN SCHOOL KHARTOUM 
REF: STATE 071248 

SOME MISUNDERSTANDING APPEARS TO EXIST AS TO WHETHER HARCOURT 
BRACE JAVANOVICH, INC., 757 THIRD AVENUE. NEW YORK. N.Y. 10017 
IS SENDING ADDITIONAL TESTING MATERIALS WHICH WERE INCLUDED 
WITH ADMINISTRATOR S LETTER OF FEBRUARY 27. IN ANY EVENT THE 
MATERIAL LISTED BELOW IS REQUIRED AND IF NOT ALREADY SENT BY 
AIR SHOULD BE INCLUDED AS SUPPLEMENTARY ORDER AND SENT BY AIR 
POUCH. 

ITEM QUANTITY 

1 . PRACTICE TEST, PRIMARY LEVEL I BATTERY A COMPLETE 1 

2. TEACHER S DIRECTIONS, PRIMARY LEVEL I BATTERY A 1 

3. PRACTICE TEST DIRECTIONS, PRIMARY LEVEL I BATTERY A 2 

4. TEACHER S DIRECTIONS, PRIMARY LEVEL II BATTERY A 1 

5. PRACTICE TEST DIRECTIONS, PRIMARY LEVEL II BATTERY A 2 

6. PRACTICE TEST PKG 100, PRIMARY LEVEL II BATTERY A 1 
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7. PRACTICE TEST PKG 100, PRIMARY LEVEL III BATTERY A 1 
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8. TEACHER'S DIRECTIONS, PRIMARY LEVEL III BATTERY A 1 

9. PRACTICE TEST DIRECTIONS, PRIMARY LEVEL III BATTERY A 2 

10. INTERMEDIATE LEVEL I BATTERY A COMPLETE PKG OF 35 1 

1 1 . PRACTICE TEST PKG 100 INTERMEDIATE LEVEL 1 BATTERY A 1 

12. TEACHER'S DIRECTIONS, INTERMEDIATE LEVEL 1 BATTERY A 2 

13. PRACTICE TEST DIRECTIONS, INTERMEDIATE LEVEL 1 BATTERY A 2 

14. NORMS BOOKLET, INTERMEDIATE LEVEL I BATTERY A 1 

15. INTERMEDIATE LEVEL II BATTERY A COMPLETE PKG OF 35 1 

16. PRACTICE TEST, INTERMEDIATE LEVEL II BATTERY A 1 

17. TEACHER'S DIRECTIONS, INTERMEDIATE LEVEL II BATTERY A 2 

18. PRACTICE TEST DIRECTIONS, INTERMEDIATE LEVEL II BATTERY A 2 


19. NORMS BOOKLET, INTERMEDIATE LEVEL II BATTERY A 1 

20. ADVANCED BATTERY A PKG OF 35 COMPLETE 1 

2 1 . TEACHER'S DIRECTIONS, ADVANCED BATTERY A 1 

22. NORMS BOOKLET, ADVANCED BATTERY A 1 

BREWER 
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